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4.9 JUN 1967 


MEMORANDUM FOR: Comptroller, National Reconnaissance Office 


SUBJECT: "Red Flag" Critical Items 


1. Transmitted herewith is a list depicting the 
spares and components that have been identified as those 
that are critical to support the OXCART fleet. These 
items pose immediate supply problems with extension of 
the program beyond the earlier SCOPE COTTON precepts. 


| 2. Attachment I is representative of the items 


involved, their unit cost and applications among the A-12, | ° 
YF-12A and SR-71 models. Actions are currently underway — 
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M/OSA/PEconomy:let (16 June 1967). _ \ 
Distribution: po ; : : 
Cy 1 & 2 - COMPT/NRO (w/att) a 
| 3 = COMPT/DDS&T (w/att) \ 
4 —- D/CRP Chrono (w/att) 
6 ~ DD/S&T Reg. (w/att) 
7 - D/SA (w/att) 
8 - D/M/OSA (w/att) 
9 - D/O/OSA (w/att) 
10 - OXC/O0/OSA (w/att) 
11 - BPD/COMPT/OSA (w/att) . : ; olay 
12 - COMPT/OSA (w/att) : . : 
13 - D/M/OSA: (Chrono) (w/att) 
14 - RB/OSA (w/o att) 
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PART NBR 


AC-507-5P 


AC-507-6P 


AS-1223-5 _ 


AS-~1224-15 
AS-1224-7 
BH-185R133B 


DPG60C4 


F134-1060-2 


PD351ARN 
1480D60A22 
1487936 
153W/153R44 


2003B7 


NOMENCLATURE 


VALVE, TRANSFER 
VALVE, TRANSFER — 
ACTUATOR, BYPASS DOOR 
ACTUATOR, AIC MAIN 
ACTUATOR, AIC MAIN 
INDICATOR, EGT 
TRANSDUCER, ANGLE ATTACK | 
DEWAR, LIQUID NITROGEN 
INDICATOR, COURSE 

SWITCH, HYD. PRESS 
INDICATOR, HYD. QTY 
SENSOR, INLET TEMP 


GYRO, VERTICAL 


"RED FLAG" CRITICAL ITEMS 


OXCART 


UNIT 
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A-12 
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APPLICATION: 
YF-12A 
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; UNIT APPLECATION: -~ : 
PART NBR NOMENCLATURE COST A-12 YF-1 


AAH-128. . TRANSMITTER, HYD. RES. xX eee 
4NH-129 TRANSMITTER, HYD. RES, x a seg = 
4\H-130 TRANSMITTER, HYD. RES. x : 
4AQ-472-1 -——S=éPY'TOT, AIRSPEED Xx , a oe 
538386-103-1 . COMPUTER , AIC x | 
538824-1-1 Ss SENSOR, ATC TRANSDUCER x | x 
540324-7 ACTUATOR, YAW TRIM x “ 
540346-9 = ACTUATOR, PITCH TRIM : | 
6-160-51 ti VALVE, PRESSURE REFUEL bs x - x 
708804-80l INVERTER, ARC-50 se: | 
8KD9AC2- PLATFORM, GYRO go one 3 
SKEGGAC2 _ COUPLER, HEADING .. a 7s 
SKE67AC2 COUPLER, ATTITUDE - x x 
-802105-4-1 MODULE, SERVO AMPL. x 
802105-5-2 | TRANSDUCER, AIC x i: 
808206-6-1 INDICATOR, DOOR POSITION X s 
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NIT PPLICATION: 


PART NBR NOMENCLATURE — COST A-12 YF-12A SR-71 
nes 25X11 
808204-4-1 INDICATOR, SPIKE POSITION > a xX a 
808206-7-1 «INDICATOR, B94-09 x x 
808536-1-1 TRANSDUCER, AIC Xx Xx 
> 936260-1-1 | MODULE, BY-PASS DOOR x Xx 
936270-1-1 MODULE, AMPLIFIER x Xx 
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